Greenfield Dispatch 

Selective Search From: 09/01/2018 Thru: 11/28/2018 0000 - 2359 


Page 


Printed: 11/28/2018 


For Date: 11/11/2018 - Sunday 

Call Number Time Call Reason 


18-28184 


0847 ALARM, BURGLAR 


Action 


False Alarm 


Location/Address: 

Post: 

Post: 

Vehicle: 
Narrative: 


Narrative: 


[GRF 1714] PATRIOT CARE - 7 LEGION AVE 
A1 

Disp-08:47:43 Arvd-08:51:36 Clrd-08:58:57 

A2 

Disp-08:47:46 Arvd-08:57:14 Clrd-08:57:17 

BLU 2016 NISS SE ALTIMA Reg: PC MA 472XX1 VIN: 1N4AL3AP9GN351534 

Alarm sounding at this location, 
spoke with employee, false alarm. 


For Date: 11/15/2018 - Thursday 


18-28630 1901 

Vicinity of: 

Post: 


Location Change: 

Post: 


Location Change: 

Narrative: 


WELFARE CHECK Taken to HOSPITAL 

[GRF 1714] PATRIOT CARE - 7 LEGION AVE 
BSGT 

Disp-19:04:50 Arvd-19:15:35 Clrd-19:29:07 

[GRF 1433] REAR OF WINSLOW BUILDING - 9 WELLS ST [Modified: 
B1 

Disp-19:06:02 Arvd-19:09:49 Clrd-19:29:06 

[GRF 1433] REAR OF WINSLOW BUILDING - 9 WELLS ST [Modified: 


RP reports (through some type of electronic interpreter) 
that he is near this location, that he was stranded by 
someone from crisis that was picking him up. RP stating he 
would like to go to BFMC and is feeling suicidal. 


11/15/2018 1915] 
11/15/2018 1915] 


Narrative: 


Medcare requested and enroute. 








